JOHN DREW BEFORE HE WENT ON THE STAGE
JOHN   DREW   AT   THE   TIME    OF HIS  FIRST APPEARANCE
ADA  REIIAN   WHEN  HUE   APPEARED
WITH   THE   ARCH   STREET   THE-
ATHK   COMPANY had an unmistakable theatre smell that was unlike anything else. I do not know whether this came from the gas fumes or the combination of the gas fumes and the new paint on the scenery, for there was always fresh paint in the theatre in spite of the fact that the scenery was not elaborate in the sense of today. A good deal of it was "flats" which were pushed on from both sides and met in the center. One half might be a cottage and the other a green wood.
